48       DOCKETED ITEMS
-8503080287 Rev 0 to "Oconee Unit 2 Inservice Insp Exam Listing & Schedule," constituting part of Rev 2 to Vol 3 of "Second Interval Inservice Insp Plan." HOGGEAJ. Duke Power Co. 84/11/21. 300pp. 29270:003-29270:300.
8503200384 Ack receipt of 850201 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-269/84-25, 50-270/84-24 & 50-287/84-27. WALKER.R.D. Region 2, Office of Director. 85/03/05. TUCKER.H.B. Duke Power Co. 1 p. 29454:001-29454:003.
-8503200390 Responds to NRC 841221 Itr re violations noted in Insp Repts 50-269/84-25,50-270/84-24 & 50-287/84-27.Correcth/e actions: Maint Directive H.J revised to address operating experience program within maint group.
TUCKER.H.B. Duke Power Co. 85/02/01. O'REILLY.J.P. Region 2, Office of Director. 2pp. 29454:002-29454:003.
-8502060020 Forwards Insp Repts 50-269/84-25,50-270/84-24,50-287/84-27, 50-413/ 84-93 & 50-414/84-42 on 841001-05 & 09-12,notice of violation & list of significant observations.
OLSHINSKI.J.A. Region 2, Office of Director. 84/12/21. TUCKER.H.B. Duke Power Co. 2pp. 29454:004-29454:005.
-8502060022 Notice of violation from insp on 841001-05. * Region 2, Office of Director. 84/12/21. 2pp. 29454:006-29454:007.
-8502060024 Insp Repts 50-269/84-25,50-270/84-24,50-287/84-27, 50-413/84-93 & 50-414/84-42 on 841001-05 & 09-12.Violation noted:failure to fully implement TMI Item I.C.5, "Feedback of Operating Experience," at Oconee facilities. STADLER.S. Region 2, Office of Director. 84/12/17. 28pp. 29454:008-29454:036.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings. Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION
F. Security, medical, emergency & fire protection plans
8503080042 Ack receipt of 841228 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-271/83-26.
MARTIN.T.T, Region 1, Office of Director. 85/02/21. MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 2pp. 29283:332-29283:334.
8503140386 Forwards Insp Rept 50-271/85-02 on 850102-0204.No violation noted. WENZINGER.E.C. Region 1. Office of Director. 85/02/27. MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 2pp. 29378:208-29378:226.
-8503140426  Insp   Rept  50-271/85-02 on  850102-0204.No violation  or  deviation noted.Major   areas   inspected:actions   on   previous   insp   findings.plant   power operations.operating activities & records.LER followup & plant physical security. RAYMOND,W.J., TRIPP.LE. Region 1, Office of Director. 85/02/22. 17pp. 29378:210-29378:226.
8503180375 Comments on SALP Rept 50-271/84-25.Rept is fair appraisal of activities during   May   1983   -   Oct   1984.Listed   rept   areas,   including   fire   protection   & operations.warrant clarification & correction. MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 85/03/01. STAROSTECKI.R. Region 1. Office of Director. 11pp. 29384:330-29384:340.
8503260349 Informs that three special NRC communications circuits, emergency notification sys.Health Physics Network & FTS can be installed at new emergency operations facility by May 1985.
CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 85/03/01. MARTIN.T.T. Region 1, Office of Director. 1p. 29506:208-29506:208.
8503110191 Forwards "Final Exercise ReptJoint State & Local Radiological Emergency Response Exercise for Vermont Yankee Nuclear Power Station - 820218." Draft dtd 820609 inadvertently submitted on 831209 as final rept. KRIMM.R.W. Federal Emergency Management Agency. 85/03/07. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 29286:130-29286:216.
-8503110194 "Final Exercise Rept,Joint State & Local Radiological Emergency Response Exercise for Vermont Yankee Nuclear Power Station - 820218." * Federal Emergency Management Agency. 82/08/31. 85pp. 29286:132-29286:216.
8503110361 Forwards Insp Rept 50-271/85-05 on 850128-0201.No violation noted.Weaknesses noted in radiation protection program should be addressed before 1985 outage.
MARTINJ.T. Region 1. Office of Director. 85/03/07. MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 2pp. 29287:205-29287:215.
-8503110366 Insp Rept 50-271/85-05 on 850128-0201 .No violation noted. Major areas inspected:radiation protection program.including previously identified items.audits & appraisals & radiation work permits.
BICEHOUSE.H.J.,   PASCIAK.W.   Region   1,   Office   of   Director.   85/02/28.   9pp. 29287:207-29287:215.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
test program on on 850424. Nuclear Reactor 4.   1p.  29525:135-
Rogulaion, 29525: !35.
Direcicr. STOLZ.J.F. Operating  Reactors  Branch
R, Periodic operating reports & related correspondence
8503250227 Forwards monthly operating repts for Feb 1985.Conrected Unit 1 monthly operating rept for Jan 1985 also encl due to change of wording re unit shutdowns & power reductions.
TUCKER.H.B. Duke Power Co. 85/03/15. Director's Office, Office of Inspection and Enforcement. 1p. 29502:235-29502:252.
-8503250230 Monthly operating repts for Feb 1985. REAVIS.J.A. Duke Power Co. 85/02/28. 16pp. 29502:236-29502:251.
S. Reportable occurrences, LERs & related correspondence
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISER.A.F. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 85/03/19. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement 6pp. 29516:335-29516:340.
V. Operator Examinations
8503200384 Ack receipt of 850201 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-269/84-25, 50-270/84-24 & 50-287/84-27. WALKER.R.D. Region 2, Office of Director. 85/03/05. TUCKER.H.B. Duke Power Co. 1 p. 29454:001-29454:003.
-8502060024 Insp Repts 50-269/84-25,50-270/84-24,50-287/84-27, 50-413/84-93 & 50-414/84-42 on 841001-05 & 09-12.Violation noted:failure to fully implement TMI Item I.C.5, "Feedback of Operating Experience," at Oconee facilities. STADLER.S. Region 2, Office of Director. 84/12/17. 28pp. 29454:008-29454:036.
P. Operating license stage documents & correspondence
8503130039 Forwards Amend 86 to License DPR-28 & safety evaluation. Amend revises Tech Specs to reflect change from 120% to 140% in main steam line high flow setpoint.
ROONEY.V.L Operating Reactors Branch 2. 85/02/21. CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 2pp. 29362:046-29362:056.
-8503130047 Amend 86 to License DPR-28,revising Tech Specs to reflect change from 120% to 140% in main steam line high flow setpoint. VASSALLO.D.B. Operating Reactors Branch 2. 85/02/21. 6pp. 29362:048-29362:053.
-8503130069 Safety evaluation supporting Amend 86 to License DPR-28.
*    Office   of   Nuclear   Reactor   Regulation,   Director.  85/02/21.   3pp.   29362:054-29362:056.
8503060128   Forwards   responses  to  33   of   197  questions   on   util   topical   rept, "RELAP5YA - Computer Program for LWR Sys Thermal Hydraulic Analysis." KAY.J.A. Yankee Atomic Electric Co. 85/03/01. ZWOLINSKI.J.A. Operating Reactors Branch 5. 27pp. 29235:090-29235:116.
8503120394 Informs that formal request for addl schedular relief for environ qualification of electrical equipment will not be submitted due to intent to fully qualify components prior to facility restart from 1985-1986 outage. MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 85/03/04. VASSALLO.D.B. Operating Reactors Branch 2. 2pp. 29316:007-29316:008.
8503200264 Application for amend to License DPR-28,consisting of Proposed Change 128,making administrative changes to radiological effluent Tech Specs.Fee paid. . MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 85/03/04. DENTON.H.R.  Office   of  Nuclear  Reactor  Regulation,   Director.  6pp.  29431:038-29431:063.
-8503200269 Proposed Tech Spec making administrative changes re radiological effluent Tech Specs.
*  Vermont Yankee Nuclear Power Corp. 85/03/04. 20pp. 29431:044-29431:063.
8503210337 Application for amend to License DPR-28,consisting of Proposed Change 105 to Tech Specs limiting conditions for operation & surveillance requirements for power protection equipment added to reactor protection sys. MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 85/03/04. DENTON.H.R.  Office   of  Nuclear Reactor  Regulation,  Director.   5pp.  29464:349-29464:360.
-8503210346 Proposed Change 105 to Tech Specs limiting conditions for operation & surveillance requirements for power protection equipment added to reactor protection sys during 1983 refueling outage.
*  Vermont Yankee Nuclear Power Corp. 85/03/04. 7pp. 29464:354-29464:360.
